[2024-05-28T06:46:20.552998Z] [info] Preparing cgroup to start isotovideo
[2024-05-28T06:46:20.553567Z] [info] Using cgroup /sys/fs/cgroup/systemd/openqa.slice/openqa-worker.slice/openqa-worker-auto-restart@19.service/4226716
[2024-05-28T06:46:20.553791Z] [info] Starting isotovideo container
[2024-05-28T06:46:20.556147Z] [info] isotovideo has been started (PID: 116896)
[2024-05-28T06:46:20.556915Z] [info] 116896: WORKING 4226716
[2024-05-28T06:48:49.691817Z] [info] Uploading video.webm
[2024-05-28T06:48:49.732305Z] [info] Uploading autoinst-log.txt
[2024-05-28T06:48:49.759686Z] [info] Uploading worker-log.txt
